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सत्यमेव जयते 


महाराष्ट्र शासन राजपत्र 


भाग चार - क 


वर्ष १, अंक १ ] 


[ पृष्ठे ३ 


गुरुवार ते बुधवार, फेब्रुवारी ५-११, २०१५ / माघ १६-२२, शके १ ९ ३६ 

[ किंमत : रुपये ६.०० ] 


प्राधिकृत प्रकाशन 
महाराष्ट्र शासनाव्यतिरिक्त इतर वैधानिक प्राधिकाऱ्यांनी तयार केलेले ( भाग एक, एक - अ व एक - ल यांमध्ये प्रसिद्ध केलेले वैधानिक 
नियम व आदेश यांव्यतिरिक्त इतर ) वैधानिक नियम व आदेश ; यात भारत सरकार, उच्च न्यायालय , पोलीस 

आयुक्त , आयुक्त 
( राज्य उत्पादन शुल्क ), जिल्हा दंडाधिकारी व निवडणूक आयोग, निवडणूक न्यायाधिकरण, निवडणूक निर्णय अधिकारी व 
निवडणूक आयोगाखालील इतर प्राधिकारी यांनी तयार केलेले वैधानिक नियम व आदेश यांचा समावेश होतो. 


नियंत्रक वैध मापनशास्त्र , महाराष्ट्र राज्य, मुंबई 
शासकीय कुटीर क्र . ७, फ्री प्रेस जर्नल मार्ग, मुंबई ४०० ०२१, दिनांक २९ जानेवारी २०१५ 


आदेश 


महाराष्ट्र वैध मापनशास्त्र ( अंमलबजावणी ) नियम, २०११ . 

क्र . वैमायं . १४/ २०१५/ ६६८.- महाराष्ट्र वैध मापनशास्त्र ( अंमलबजावणी) नियम, २०११ च्या नियम ६ च्या पोट -नियम ( ५) मधील 
तिसरी शर्थ, नियम ७ च्या पोट-नियम ( २ ) व नियम ८ च्या पोट-नियम ( २ ) याद्वारे प्रदान करण्यात आलेल्या अधिकारांचा वापर करून 
मी, संजय पाण्डेय , नियंत्रक वैध मापनशास्त्र, महाराष्ट्र राज्य विनिर्दिष्टीत करीत आहे की , वजन वा माप यांचे प्रत्येक उत्पादक व दुरुस्तक यांना 
परवाना घेतेवेळेस व नूतनीकरणाच्या वेळेस नियंत्रक यांचेकडून वेळोवेळी ठरविण्यात येणाऱ्या रचनेत / पद्धतीत तांत्रिकअर्हता चाचणी उत्तीर्ण होणे 
आवश्यक राहील. 


संजय पाण्डेय , 
नियंत्रक वैध मापनशास्त्र , 
महाराष्ट्र राज्य , मुंबई . 
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महाराष्ट्र शासन राजपत्र भाग चार - क , गुरुवार ते बुधवार, फेब्रुवारी ५-११, २०१५ / माघ १६-२२, शके १९ ३६ 


THE CONTROLLER OF LEGAL METROLOGY 

MAHARASHTRA STATE , MUMBAI 
Government Barrack No. 7 , Free Press Journal Marg 

Mumbai 400 021 , dated the 29th January 2015 


Order 


MAHARASHTRA LEGAL METROLOGY (ENFORCEMENT) RULES , 2011 . 

No. LMO . 14 / 2015 /668.— In exercise of the powers conferred by and in pursuance of the 
3rd proviso to sub -rule (5 ) of Rule 6 , sub -rule (2 ) of Rule 7 and sub -rule ( 2 ) of Rule 8 of the 
Maharashtra Legal Metrology (Enforcement ) Rules , 2011. I, Sanjay Pandey , Controller of Legal 
Metrology , Maharashtra State , hereby specify that every manufacturer or repairer of weight or 
measure shall have to qualify the Technical Ability Test before issuance or renewal of licence in 
the pattern / manner as may be decided from time to time by the Controller . 


SANJAY PANDEY , 
Controller of Legal Metrology , 
Maharashtra State , Mumbai. 


महाराष्ट्र शासन राजपत्र भाग चार- क, गुरुवार ते बुधवार , फेब्रुवारी ५-११, २०१५/ माघ १६-२२, शके १९ ३६ 


no 


RETURNING OFFICER AND DIRECTORATE OF MEDICAL 

EDUCATION AND RESEARCH , MUMBAI 
Government Dental College and Hospital Building , 4th Floor , St. George s Hospital 

Compound , P. D’mello Road , Mumbai 400 001 


NOTICE OF ELECTION 


(Rule - 10 ) 


Election to One Member on Medical Council of India Under Section 3 ( 1) ( c ) of 

Indian Medical Council Act, 1956 


No. DMER /MCI/ Election / A - 3.— Pursuant to rule ( 10 ) of the Indian Medical Council (Election ) 
Rules, 1957 , a notice is hereby given for the information of the Medical Graduates registered with 
Maharashtra Medical Council , Mumbai that 

( 1 ) An election is to be held for one member on the Medical Council of India to be elected 
amongst themselves by the registered medical practitioners , whose qualification is included 
in the first or second schedule or Part II of the third schedule to the Indian Medical Council 
Act, 1956 . 


( 2 ) Nomination to fill up the above mentioned seat form eligible medical graduates are 
hereby invited . 


( 3 ) A form of nomination may be obtained from the Returning Officer and Director of 
Medical Education and Research , Mumbai, Government Dental College Building, 4th Floor, 
St. George s Hospital Compound, Near C.S.T., Mumbai 400 001 on any working day between 
11-00 a.m. to 5-00 p.m. from 16th February 2015 to 26th February 2015 . 

(4 ) The Nomination papers shall be sent to the undersigned , on the address mentioned 
above, so as to reach to him on or before 5-00 p.m. on 26th February 2015 . 

(5 ) Nomination Papers will be taken up for scrutiny at 3-00 p.m. on 27th February 2015 
at the Office of the Returning Officer , on the address mentioned above . 

(6 ) Any candidate may withdraw his candidature by notice in writing signed by him and 
delivered to the Returning Officer , so as to reach him on or before 4-00 p.m. on 6th March 
2015 on the address mentioned above . 


( 7 ) In the event of election being contested , - 

(a ) The voting paper, sent to the elector with declaration , shall be sent back to the 
Returning Officer by the elector, so as to reach the Returning Officer on or before 5-00 
p.m. on 9th April 2015 at Government Dental College Building, 4th Floor, St. George s 
Hospital Compound , Near C.S.T., Mumbai 400 001. 

(6 ) The scrutiny and counting of the votes will be taken up at 10-00 a.m. on 10th 
April 2015 in the Auditorium at the Basement of Government Dental College Building 
on the above address . 


Place Mumbai, 
dated the 20th January 2015 . 


DR. P. H. SHINGARE , 
Returning Officer for Member MCI from 
Registered Medical Graduates Category of 

MMC U /S 3 ( 1 )(C ) of IMC Act, 1956 . 
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